PPP 


Part Number 
0206-539-013 


Description 
I External Torquemeter 
Kit ~ 


Box Part Number I 
BX 40 
IDimension 
113" x 9.125" x 5.25" I 
LxHxW 
Other Packaging I 
N/A 
I 
Dimension 
N/A 


Logo Decals 
02728-1 I r 
N/A 


Packaging 
Instructions 
and Decal Placement 


0206-539-013 
Apply label 02729-1 
& 02728-1 
as per drawing below. 
Put foam in bottom of box. Add paperwork over foam, then cable. 
Insert housing assembly and hardware 
(wrapped together in foam). 
Fill voids with scrunched 
up foam to prevent movement. 
Close box. 
Apply label 02729-3 
as per QSI 014 section 4.5. 
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